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after passing between the glass and the plates reached right up
to the negative glow, which was above the negative plate: the
space between the plates was quite dark and free from glow.

Fig. 69.

Lehmann (Holekularphysik, bd. 2, p. 295) has observed with a
microscope the appearance of the discharge passing between
electrodes of different shapes, placed very close together; they
exhibit in a very beautiful way the same peculiarities as those
just described; Lehmann's figures are represented in Fig. 69.

Me same kind of gas at the same pressure.
